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PART III - A 


Notifications by Universities 


HARYANA RAJ BHAVAN 


Notification 


The 23rd September, 2017 
No. HRB -UA - 29 (4 )-2015 /7945.— As per provision contained in Section 16 of Pandit Bhagwat Dayal Sharma 
University of Health Sciences Rohtak Act, 2008 , I, Prof. Kaptan Singh Solanki, Governor of Haryana and 
Chancellor, Pandit Bhagwat Dayal Sharma University of Health Sciences, Rohtak , on the recommendation of the 
Government, hereby relieve Dr. Rakesh Kumar Gupta from the post of Director, PGIMS, Rohtak and order that 
Prof. ( Dr. ) M.C. Gupta , Dean , PGIMS, Rohtak will look after the administration work of PGIMS, Rohtak till further 
orders . 


PROF . KAPTAN SINGH SOLANKI, 

Governor, Haryana and Chancellor, 
Pandit Bhagwat Dayal Sharma University of 

Health Sciences , Rohtak . 


Chandigarh : 
The 23rd September, 2017 . 
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